Notice No.1 


Rules and Regulations for the 


Construction and Classification of Ships 
for the Carriage of Liquefied Gases 


in Bulk, July 2019 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior 


Notices. Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: November 2019 


Amendments to 


Effective date 


IACS/IMO implementation 
(if applicable) 


Chapter 3, Section 3 


1 January 2020 


1 January 2020 


Chapter 3, Section 3 


Lloyd's 
Register 


1 January 2020 


N/A 


Chapter 3 
Ship Arrangements 


3.2 Accommodation, service and machinery spaces and control stations 


T ype. Windows and sidescuttles facing the cargo area and on the 
sides of the aie Snes aa EEE within the limits specified in 3.2.4, except wheelhouse windows, shall be constructed 
to "A-60" class. Sidescuttles in the shell below the uppermost continuous deck and in the first tier of the superstructure or 
deckhouse shall be of fixed (non-opening) type. 


LR 3.16 Shell plating 


(Part only shown) 
Table LR 3.2 Bottom shell, bilge and side shell plating and longitudinals 
NOTES 


1. The bottom shell, bilge and side shell plating thickness is to be not less than the basic shell end thickness for taper as given 
in nas 3, en 3, Table oe Taper reguirement Tor hull envelope. Fhe pasic- Snel Erie Ihiekness for taper applied tothe 
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